BELL SYSTEM PRACTICES' 
AT&TCo Standard 


NONCODED TOOLS 


KITS Il 


DESCRIPTION 


>KS-6527<— 
This tool kit includes the following items: 


AMT DESCRIPTION 
1 Box, Detail 1-A, ES-324281, 
containing: 
1 Automatic Center Punch, Detail 


1-A or 4-A, ES-325923 


1 Auriscope, Detail 1-A, ES-311247 

1 Special Elbow Light Holder, 
Detail 5-A, ES-311247 

2 Shelves, Detail 1-A, ES-311248 

3 Spring Depressors, Detail 3, 
ES-311248 (1/16-Inch Bent Rod) 

J Spring Depressor, Detail 1, 
ES-338789 (Round Type With 
Knurled End) 

1 Probing Tool, Detail 4-A, 
ES-311248 (3/16-Inch End) 

1 Probing Tool, Detail 5-A, 
ES-311248 (9/64-Inch End) 

1 Surgical Lamp, Detail 3-A, 
ES-311247 (For Auriscope) 

2 Surgical Lamps, Detail 2-A, 
ES-311247 (For Elbow Light 
Holder) 

1 Cord, Detail 1-A, ES-311249 


Two KS-14711 dry cells are required but must be 
ordered separately. For use in removing pencil 
points and other foreign materials from 
switchboard jacks. 
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>KS- 14746< 


This tool kit includes the following items: 


AMT 


10 
6 


DESCRIPTION 


KS-14745 Carrying Case 
containing: 


KS-14586 Hot Air Gun 
KS-14642 Oiler 
KS-14697 Clip 
KS-14682 Support 


For use in removing foreign matter from multiple 
brush rollers and bank guide combs in treated 
panel offices. The KS-14586 hot air gun is also 
used to remove contact protectant from 
multicontact relays in North Electric 
community dial offices. 


KS 16930 L1<— 


This KS number is for record only. Order the 
following as individual items and not as a 
complete kit. This tool kit includes the 
following items: 


AMT 


DESCRIPTION 


KS-16929 L1 Carrying Case 
containing: 


KS-13501 L2 Applicator (For Use 
on Selector Bank Tip and Ring 
Terminals) , 

KS8-13502 L2 Applicator (For Use 
on Line Finder Bank Tip and 
Ring Terminals) 

TO7A Tool (Cleaner For Rubber 
Combs} 
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SECTION 074-670-102 


KS-16930 L1< (CONT) 


AMT 
* 


DESCRIPTION 


708A Tool (Strip of Nine Teeth 
for Comb; Used on Selector 
Banks) 

708B Tool (Strip of Nine Teeth 
for Comb; Used on Line Finder 
Banks) 

709A Tool (Handle for Selector 
Comb; Mounts 708A Tools) 

709B Tool (Handle for Line 
Finder Comb; Mounts 708B Tools) 

KS-16883 L1 Applicator (For Use 
on Selector Bank Sleeve 
Terminals} 

KS-16910 L1 Applicator (For Use 
on Line Finder Bank Hunt and 
Sleeve Terminals) 

KS-16913 L1 Holder (For Attaching 
Applicators to a Ladder Step} 

KS-16914 L1 Scrubber (For Use on 
Selector Banks} 

KS8-16915 L1 Scrubber (For Use on 
Line Finder Banks) 

KS-16916 L1 Flushing Unit (For 
Flushing and Impregnating 
Scrubbers) 

KS-16366 Filler Can (For Filling 
KS-16916 ©1 Flushing Unit) 

KS-16884 L1 Handle (Scrubber and 
Applicator Tool for Link Banks) 

KS-16917 Li Stirrer (For Stirring 
KS-16885 L2 Compound) 

KS-16918 L1 Spout (For Pouring 
KS-16885 L2 Compound) 

8-Ounce Measuring Cup 

Moistener, #05 Wilson-Jones 
Company 


* As required. 


For use in cleaning and treating panel banks. 
KS-20558 L1 


This tool kit includes the following items: 


AMT 


1 
1 
1 
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DESCRIPTION 


Case, Carrying, KS-20557 L1 
417A Tool 
565A Tool 


Ma 
= 
< 


DESCRIPTION 


Wrench, L-116519 

Holder, £-116518 

Spring, Clamping, L-116516 
Wedge, Screwdriver, L-116515-1 
Wedge, Screwdriver, L-116515-2 
Nut, Wedging, L-116514-4 

Nut, Wedging, L-116514-3 

Nut, Wedging, L-116514-2 

Nut, Wedging, L-116514-1 
Wedge, Detail B-993238 


For use in replacing defective halves of the 
287-type relays, 


D-96294 
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This tool kit includes the following items: 


AMT DESCRIPTION 
1 D-96304 Canvas Too! Roll 
containing: 
1 D-96295 Pocket Oiler MER DISC 
1 D-96296 Ding Hammer MER DISC 
1 D-96297 7/16-Inch Steel 
Insulated Drift 
1 D-96298 5/16-Inch Steel 
Insulated Drift 
1 D-96299 Cleaning Tape Holder 
1 D-96300 Driving Awi Haft and 
Wrench 
i D-96301 Packages of Fiber 
Insulators 
2 D-96302 Packages of Steel 
Needles 
1 D-96303 1/4-Inch Phenol Fabric 
Drift 
1 KS-6528 Package Woven Cloth Tape 


Note: The pocket oiler and ding hammer are no 
longer a part of this tool kit. Use suitable 
substitutes. (The 4-ounce riveting hammer may be 
used as a substitute for the ding hammer. ) 


For use in removing short circuits from panel 
multiple banks. 


KIT, GRINDER, CORK ROLL (AT&T Dwg 38-Y-3840} 
This portable tool kit includes the following items: 


AMT DESCRIPTION 
Wooden Carrying Case containing: 


Cork Roll Grinder 
Cork Section Gauge 
Outside Calipers 
Clamp 

Setscrew Wrench 


Pepe oe 


For use in repairing or replacing worn sections of 
friction roll drivers. 


KIT, STRIPPER, CABLE MILLER TOOL AND 
MANUFACTURING CO INC, NO. 300-WE 


This tool kit includes the following items: 


AMT DESCRIPTION 
1 Mahogany Fitted Case containing: 
1 No. 300-WE Stripper With Guard 
Plates 
1 59U Collet Plate 
1 WG 724 Gauge 
1 WG 59U Gauge 
1 Washer-Shaped Screwdriver 


Optional equipment which must be ordered 
separately: 


Set of 7 Replacement Knives 
CPW 580U Collet Plate 
WG 58U Gauge 


For use in stripping coaxial cable in L1 and L3 
Carrier Systems, video amplifiers, and TD2 
radio, 
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